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NAVY and OSD review(s) completed. 


25X1 

Copy a 


25X1 

25X1 

i 

25X1 \ 


MEMORANDUM FOR: Deputy Director for Science and Technology 
ATTENTION: Chief, Administrative Support Staff 


SUBJECT: 


Overseas OPRSD Requirements 


REFERENCE: 


(a) Memorandum from C/ AS/Staf f/BD/S&T to 
CGS/OEL, Subject: Same as above, 
dated 29 March 1971 (DD/SfcT 752-71/1) 


(b) Memorandum from D/QEL to DD/ S&T Attn: 

C/ AS/ at af f/DD /S&T. Subject : Optimum 


OPRED Ceiling 
4 March 1971 


ldated 


25X1 


The Office of ELINT has no projected surplus of OPRED 

ceiling. Reference (b) (a copy is attached for your convenience) 

25X1 

outlines our future requirements for OPRED ceiling. 



Director of ELINT 
DD/3&T 


Attachment: Reference (b) as stated 


Distribution : 

Copies 1 & 2 - Addressee 

3 - DD/ S&T Reg. 

4 - D/OEL 

5 - DD/OEL 

6 - COS/OEL 

7 - C/P&PB 

8 - OEL Reg. 


flit to ?' 1 


Appro 2003/Q &7Jfc : C^fcDP?*B$06k9ftid020005001 9-6 


ILLEGIB 


- n 






; C i+*L - i o t i 

Approved For Release 2003/08/19 : CIA-RDP74B00681R000200050019-6 


DD/S&T #752-71/1 
29 March 1971 


| 


i 


MEMORANDUM FOR: Executive Officer, OSA 

Executive Officer, OSP 
Chief of Staff, OEL 

SUBJECT : Overseas OPRED Requirements 


1. The Executive Director-Comptroller has emphasized the 
necessity for cnntinually and actively reviewing our overseas re- 
quirements and personnel commitments in order to gain maximum 
advantage for the Agency from the established ceilings. He has 
asked that we review the projected situation as of 30 June 1971 and 
Identify where presently assigned ceilings will not be committed 
as of that date or the foreseeable future, or where present or 
potential requirements exist that cannot be accommodated within 
present ceilingp. While this relates to the overseas presence 
ceiling. It may be necessary to make similar adjustments in the 
domestic staff and contract ceilings to enable the ceiling mechanism 
of the two systems to rr esh and provide effective staffing of over- 
seas positions. 

2. In light of the above, please review your anticipated 
OPRED needs and advise this office by COB, 5 April 1971, of any 
projected changes or adjustments so the Directorate can plan its 
future requirements in the overseas arena. 



■Distribution: 

1 - ea Adxe 

^ - DD/S&T Reg 

2 - AS/DDS&T 


Chief, Administrative Support Staff 
DD/S&T 
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OFFICE OF THE DIRECTOR OF DEFENSE RESEARCH AND ENGINEERING 

WASHINGTON, D. C. 20301 
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1 March 1971 


MEMORANDUM FOR: Mr. Carl E. Duckett 

Deputy Director for Science & Technology 
Central Intelligence Agency 


The next meeting of the Defense Science Board Ocean Surveil- 
lance Task Force will "be held on 15 , l6 and 17 March 1971 at 
the new TRW Washington Headquarters in Westgate Research Park 
(same room as our December meeting). The meeting will begin 
at 1030 on Monday , 15 March, and at 0900 on the other days. 

The agenda is not yet complete. I will forward you an unclas- 
sified version when it is available. 



D. L. Jarrell 
Captain, U.S. Wavy 
Executive Secretary 
Ocean Surveillance Task Force 
(Tel: 202 697-7166) 
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1 1 FEB 1971 


MEMORANDUM FOR: Deputy Director for Science and Technology 


Carl: 


25X1 


25X1 


I have discussed revised personnel 
ceilings for the FY 1972 budget wit h the Director and the S cience 
and Technology D irector ate ceiling f I This 

is a net reduction from the levels contained in our budget 

submission last fall. The 1972 Congressional Budget will be 
prepared on this basis. Please advise the Office of Planning, 
Programming, and Budgeting as soon as possible of the final 
distribution of ceiling by office in order that dollar ceilings may 
be determined for preparation of the Congressional Budget. 

The total ceiling authorized for the Agency 
has been allocated to the several components. No reserve has 
been established despite the fact that possible requirements for 
Ihave already been identified. It is, therefore, 
entirely possible that further adjustments during or prior to 
FY 1972 will be necessary. 


25X1 
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L. K. White 
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